EU DECLARATION OF CONFORMITY 


We, of Shure Incorporated 
5800 Touhy Avenue 
Niles, Illinois, 60714-4608 U.S.A. 
Phone: (847) 600-2000 
Web: www.sShure.com 


Certify and declare under our sole responsibility that the following apparatus: 


Model: BRH440 Description: Headphone 
including all variants 


conforms to the essential requirements of the following applicable European Directives and their associated norms: 


Directive Applicable Standards 
General Product Safety By the inherent nature of its design, this product does not present a safety risk to 
Directive 2001/95/EC the user. 


EMC Directive: 2014/30/EU By the inherent nature of its design, this product 

(i) is incapable of generating or contributing to electromagnetic emissions 
which exceed a level allowing radio and telecommunication equipment and 
other equipment to operate as intended; and 

(ii) operates without unacceptable degradation in the presence of the 
electromagnetic disturbance normally consequent upon its intended use 


ROHS: 2011/65/EU EN IEC 63000:2018 
(as amended by 2015/863/EU) 


And therefore complies with the essential requirements and provisions of the applicable directives. 


The technical documentation is kept at: 
Shure Incorporated, Corporate Global Compliance Engineering Division 
SHURE Europe GmbH, Compliance EMEA Division 


Manufacturer: Shure Incorporated 


AWG. > 


Signed: l one Date: 15. March 2021 
Name and Title: Chad 2 Ayers, Director, Global Compliance- 


European Representative: SHURE Europe GmbH 


Signed: LA Date: 15. March 2021 
Name and Title: Wolfg ilz, 22 aL and Regulatory Affairs EMEA 


SHURE Europe GmbH 
Jakob-Dieffenbacher-Str. 12 
75031 Eppingen, Germany 

Phone: +49 - (0)7262 - 9249 - 0 
Fax: +49 - (0)7262 - 9249 - 114 


Version: 2.2 


